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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 019476 

53 

ORIGIN EPA-04 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 AEC-07 HEW-06 FEA-01 
AID-05 CEQ-01 CIAE-00 COA-01 COME-OO DODE-OO EB-07 
INR-07 10-10 L-02 NSF-02 NSC-05 NSAE-00 PM-03 RSC-01 

SS-15 SP-02 /097 R 

DRAFTED BY EPA/A-106:DHSTROTHER:TS 

APPROVED BY OES/ENP/EN : LGRANT 

EPA/A- 1 06:FGREEN 

EPA/A- 1 06: WLLOYD 

EUR/NE:WBUELL 

OES/ENP/EN: SBLACKISTON 

064583 

R 281439Z JAN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY STOCKHOLM 

UNCLAS STATE 019476 

E.O. 11652: N/A 
TAGS: SENV, SW 

SUBJECT: PROPOSED EXPOSURE STANDARD FOR INORGANIC ARSENIC 

REFERENCE: STOCKHOLM 0349 

1 VOLUME 40, NUMBER 14. PART III OF THE FEDERAL REGISTER 
FOR JANUARY 21 IS THE NOTICE OF A PROPOSED RPT PROPOSED 
EXPOSURE STANDARD FOR INORGANIC ARSENIC I SUED BY THE 
OCCUPATIONAL SAFETY AND HEALTH ADMINISTRATION (OSHA) OF 
THE DEPARTMENT OF LA60R. THE PROPOSED STANDARD SETS AN 

"ACTION LEVEL' OF 0.002 MG/M3 AVERAGED OVER AN EIGHT HOUR 
PERIOD. 

2. THE PRESENT OSHA STANDARD FOR "ARSENIC AND ITS 
COMPOUND 'IS 0.5 MG/M3 DETERMINED ON AN EIGHT-HOUR 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 019476 

TIME- WEIGHTED AVERAGE BASIS. PRESENT STANDARD FOR LEAD 
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AR ENATE IS 0.15 MG/M3 AND FOR CALCIUM ARSENATE IS 1.0 
MG/M3. 

3. PROPOSED RULE AND RELATED DISCUS ION OCCUPIES TWELVE 
PAGES OF FINE PRINT REFERENCED PARA ONE. TWO COPIES 
6EING POUCHED FOR EMBASSY USE. KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: STANDARDS, AIR POLLUTION, ARSENIC 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE019476 

Document Source: CORE 

Document Unique ID: 00 

Drafter: 106:DHSTROTHER:TS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750031-0306 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 97501 14/aaaaalth. tel 

Line Count: 67 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EPA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STOCKHOLM 0349 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 APR 2003 by JonesKG>; APPROVED <18 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PROPOSED EXPOSURE STANDARD FOR INORGANIC ARSENIC 
TAGS: SENV, SW 
To: STOCKHOLM 
Type: TE 
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